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SUB J : COL.HUBERT JULIAN OFFERS AID TO GHANA 

1. AUGUST 6 EDITION OF GOVERNMENT-OWNED DAILY GRAPHIC 
REPORTED COL. HUBERT JULIAN "A WEST INDIAN-BORN BLACK 
AMERICAN MULTI-MILLIONAIRE" STATED ON AUGUST 5 AT KOTOKA 
INTERNATIONAL AIRPORT THAT HE WAS READY TO LOAN GHANA 
DOLLARS 500 MILLION INTEREST FREE. GRAPHIC NOTED 

COL. JULIAN, "POPULARLY KNOW AS BLACK EAGLE IS 
CONTROLLER GENERAL AND BOARD CHAIRMAN OF THE BLACK EAGLE 
INTERNATIONAL INCORPORATED. A U.S. REGISTERED ARMS AND 
AMMUNITION DEALER IN BRONX, NEW YORK." GRAPHIC STATED 
JOULIAN "BELIEVED TO BE WORTH DOLLARS 8 MILLION, PRODUCED 
DOLLARS ONE BILLION EIGHT HUNDERED MILLION IN CHASE 
MANHATTAN BANK DRAFT CHECK PAYABLE TO HIS COMPANY FOR A 
SUGAR BUSINESS TRANSACTION." 

2. IN VIEW BLAY -MIEZAH AFFAIR AND POSSIBLE NEGATIVE 
REPERCUSSIONS IF HE DOES NOT FOLLOW THROUGH, EMBASSY 
REQUESTS DEPARTMENT PROVIDE ALL AVAILABLE DATA ON 
JULIAN. 
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